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The Steam Boiler had gone over them, but subsequent
events were to show that it had by no means crashed them.
One of the last acts of the convention was the election of
a new National Committee to serve for four years, thus
placing the controlling power of the convention of 1916 in
the hands of a like body to that which had dominated the
convention of 1912.